>> GENERAL, PREGIS har A RRRATAR iz 


Co ; SHIPPING ORDER 
: CIA-RDP81B00879R000100010014-9 


fou PLEASANTVILLE, NEW YORK NO. 2,858 
SOLD TO: Westinghouse Electric Corp. 
r Air Arm Division 
P.O. Box 7h6 DATE 26 FEB 60° 
: Baltimore 3, Maryland SALES ORDER NO. H=10)78=2 
é ; CUSTOMER'S ORDER NOs 86D—30N~30278 ~ 
SHIP TO: Receiving Officer pep oper 
Naval Air Development Center ‘CONTRACT NO. NY 3958 
ASW Laboratory PRIORITY 
Johnsville, Penna F.O.B. Pleasantville, N.Y. 
ATTENTION: i FOIAB3A TERMS=NET 30 DAYS 
eo Senne. DESCRIPTION “—= = QUAN. UNIT PRICE 
P/O 
Ttem Supply replacement ppare parts as per attache 
h sheets, 


“Inspebtion and Acteptance: 
at Destination, 


M.A. 
6.P.L. B/L # 


REQ'D. DEL. DATE 374 
vA: RIE /y Cesk 
ROUTE 

WEIGHT 


G.B.L. # 
S.O.V. # 


2 . 


BY 


VALUE SHIPPED: DATE 


3/¥/ bo . 


| Invoice Instructions 


RECEIVED BY 


FORM 71 28300 SETS 3.38 


—_ 


Inspection to GPL Drawing, Acceptance 


OTHER W/B # 4¥Y -3% -7o 


Per Sales Order 


Approved For Release 2001/11/23 : CIA-RDP81B00879R000100010014-9 
STOCK ROOM 


ALT 


bara (feng £2 el eee. 


PREPAID XXXXX . 


COLLECT Ais 
C. O. D. 


Shipping Charge 


Invoice Amounts FOIAB3A 
2 | Partial | Complete 
XXXX 


—— 


